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SUBJECT: CIV AIR; US/GOB TALKS - NOVEMBER 1975 
REF: (A) STATE 287013 (B) 288791 

1. CONGEN RIO OFFICERS DISCUSSED PROPOSED CHANGES IN 
SECTION A-5 OF FINAL ACT WITH CERNAI PRESIDENT BRIG. EDIVIO 

DOS CALDOS SANCTOS WHO PERSONALLY SAW NO PROBLEM WITH NEW 
WORDING SUGGESTED BY DEPARTMENT. HE ADVISED, HOWEVER, THAT 
VERSION OF FINAL ACT INITIALED AT END OF CONSULATIONS HAS 
BEEN APPROVED BY CERNAI PLENARY AND FORWARDED TO AIR 
MINISTER. CONSEQUENTLY, HE CANNOT NOW APPROVE CHANGES IN 
FINAL ACT ON HIS OWN AUTHORITY. BRIG. EDIVIO SAID PROPOSED 
CHANGES MUST BE FORWARDED TO ITAMARATY VIA DEPLOMATIC NOTE 
WHICH WILL THEN BE SENT TO CERNAI FOR PLENARY ACTION. 

2. ACCORDINGLY, DIPLOMATIC NOTE REQUESTING PROPOSED CHANGES 

IN SECTION A-5 DELIVERED TO IT AM ARATY /TRANSPORTATION AND COMMUNI- 
CATIONS DIVISION ON DEC. 23. SUBMISSION OF SUBSEQNEUTN NOTE 
APPROVING FINAL ACT AND REQUESTING CONFIRMATION OF GOB 
APPROVAL MUST NOW AWAIT GOB RESPONSE TO ABOVE NOTE. 
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